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STATS PEC 



INTELLIGENCE 

DIRECTORATE ESTIMATED 



ACCUMULATION OF RECORD 

S AT A.&R.C. , 1972 - 1 

JULY 1977 

Retirement 
Offices to A.&R.C. 

Destruction 
at A.&R.C. 

*. 

Net 

Accumulat 

O/DDI 

63 

2 

61 

OBGI 

1,895 : 

4,589 

-2,694 

CRS 

2,734 

2,436 

298 

OCX 

170 

40 

130 

DCS 

1,100 

1,326 

-226 

OER 

520 

420 

100 


V. 

147 

0 

147 

IRS 

64 

10 

54 

NPIC 

4,483 

0 ; 

4,483 

OSR 

300 

100 

200 

TOTAL 

11,476 

8,923 

2,553 

5,250 

2,553 

= Allowable additional 
= Net accumulation 

accumulation 


2,697 

~ Available empty space 

at A.&R.C., as of 1 July 1977 
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